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Standard Operating Procedure 
Weatherproofing 


Subject: Weatherproofing for Medical Shelter Sites 


1. Introduction 


The purpose of this Standard Operating Procedure (SOP) is to provide guidance to 
Medical Shelter Site Management on weatherproofing at Medical Shelter sites. 


While Southern California is generally dry, weatherproofing the facility against the 
winter rains and the Santa Ana winds will be important. 


2. Places 
e Security — Most security posts are set up with small canopies and a chair for 
each guard to sit at 


e Donning / Doffing — Donning and Doffing tents may have one to three sides 
exposed to the elements. 


3. Procedures 
e Wind & Rain Setup 

o Take some stretch wrap and secure the wrap at the top corner of 
the canopy. Wrap the top of the first leg several times to secure the 
starting point. 
o Continue wrapping continuously around each side in need of 
weatherproofing and secure the end of the wrap around the last leg 
until it is secure. 
o Begin the next row of wrap in the same way, pressing the bottom of 
layer 1 and the top of layer 2 together to form a waterproof seal. 
o Continue wrapping each layer accordingly 


Cold & Heat Setup 
o Site Management will provide reasonable accommodations for 
security guards with both cold and hot temperatures. Determine the 
nearest outlet and available power and provide stand up heaters and 
fans as appropriate. 


